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Text  Amendment  Application   No.    102 
Boston   Redevelopment  Authority 
Change  Restricted   Roof  Structure 
District  regulations;   add   North   End 
Restricted   Roof  Structure  District 


TEXT   AMENDMENT   NO.    78  EFFECTIVE 

June  24,   1985+ 
THE   COMMONWEALTH   OF   MASSACHUSETTS 

CITY   OF   BOSTON 

IN    ZONING   COMMISSION 


The  Zoning   Commission  of  the  City  of  Boston,   acting   under  Chapter  665 
of  the  Acts  of  1956  as  amended,   after  due  report,    notice  and  hearing  does 
hereby  amend  the  Boston   Zoning   Code  as  follows: 

1.  By  striking  out,    in  Section  3-1A  in   paragraph  g,    headed   "Restricted 
Roof  Structure  District",   following  the  words   "by  groups  of"  the  word 
"residential". 

2.  By  striking  out,    in   said  Section  3-1A   in   said   paragraph   heading, 
"Restricted   Roof  Structure  District",    the  word   "District"  and   inserting 
place  thereof  the  following   word:      Districts. 

3.  By  striking  out  Section   16-8,    respecting   restricted   roof  structure  dis- 
tricts,  and   inserting   in   place  thereof  the  following   section: 

SECTION   16-8.      Restricted   Roof  Structure   Districts.      In   a 
restricted   roof  structure  district,    no  roofed   structure  designed  or 
used  for  human  occupancy,    access   (except  as  allowed   in  following 
paragraph),   or  storage  shall   be  erected  or  enlarged  on   the  roof  of 
an  existing   building   if  such   construction   relocates  or  alters  the 
profile  and/or  configuration  of  the   roof  or  mansard,    unless  after 
public  notice  and   hearing   and   subject  to  Sections  6-2,    6-3  and   6-4, 
the   Board  of  Appeal   grants  a  conditional   use  therefor. 

An  open   roof  deck  may  be  erected  on  the  main   roof  of  a 
building  with  a  flat  roof  or  a  roof  with  a  slope  of  less  than  five 
degrees  providing  that  (a)   such  deck  is   less  than  one  foot  above 
the  highest  point  of  such   roof;    (b)   the  total   height  of  the  building, 
including   such  deck,   does  not  exceed  the  maximum  height  specified 
in  Table  B  of  Section   13-1   or  specified  on   the  zoning  maps,   the 
Zoning   Districts   City  of  Boston,    as  they  may  be  amended  from  time 
to  time;   and   (c)   access  is  by   roof  hatch  or  bulkhead   no  more  than 
thirty  inches   in   height  above  such  deck  unless,   after  public  notice 
and   hearing   and   subject  to  Sections  6-2,    6-3  and   6-4,    the  Board  of 

tDate  of  public  notice:      May  25,    1985   (see  St.    1956,    c.    665,    s.    5). 
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Appeal   grants  permission  for  a  stairway  headhouse;   and   (d)  an 
appurtenant  hand   rail,    balustrade,    hatch  or  bulkhead   is  set  back 
horizontally,   one  foot  for  each  foot  of  height  of  such  appurtenant 
structure,   from  a   roof  edge  that  faces  a  street  more  than  twenty 
feet  wide. 

In  the  restricted   roof  structure  districts  mapped  in  the  South 
End,    Bay  Village  and  along  St.    Botolph  Street,   the  above  restric- 
tions shall   apply  only  to  residential   structures  or  to  structures 
originally  built  for  residential   use.      In   reaching  its  decision,   the 
Board  of  Appeal   shall   consider  whether  such   roof  structure  has  the 
potential  of  damaging  the  uniformity  of  height  or  architectural 
character  of  the  immediate  vicinity. 

In  the  restricted   roof  structure  district  mapped   in  the  North 
End,   the  above  restrictions  shall   apply  to  all   buildings.      The  height 
of  any  building  existing  as  of  the  effective  date  of  this  regulation 
shall  determine  the  allowed   height  on  that  site  subsequent  to  total 
or  partial  demolition  or  destruction  of  said   building.     Any  proposed 
construction  on  the  site  that  would  exceed  the  prior  height  would 
require  Board  of  Appeal  approval,   and  would  be  subject  to  the 
restricted   roof  structure  district  regulations  and  any  height  limits 
in  place  in  the  district.      In  making   its  decision,   the  Board  of 
Appeal   shall   consider  whether  such   roof  structure  has  the  potential 
for  significantly  restricting   light  and  air  flow  to  adjacent  structures 
and   significantly  blocking  views  from   roofs. 
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In  Zoning  Commission 


Adopted   June  24,  1985 


"Secretary- 


Date:  Su^*^^     /Iff 


The  foregoing  amendment  was  presented  to  the  Mayor  on  June  24,  1985,  and 
was  signed  by  him  on  June  24,  1985,  whereupon  it  became  effective  on 
June  24,  1985,  in  accordance  with  the  provisions  of  Section  3  of  Chapter 
665  of  the  Acts  of  1956. 


Attest:  '/// /t^iateiTt'^/,  P*fr  &qe€g_ 
Secretary 


